SAINT MARY'S HOSPITAL 

FRANKFORD AVE. AND PALMER ST. 
PHILADELPHIA, PA. 

• 

250 Bed Capacity - Thoroughly Modern 
Approved by 

Catholic Hospital Association 
of United States and Canada 
American Medical Association 
American College of Surgeons 
American Hospital Association 
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